To:  Nibbe,  Michelle[nibbe. michelle@epa.gov] 

From:  Freed,  Chris 

Sent:  Wed  8/12/2015  7:36:36  PM 

Subject:  RE:  Mailboxes 


No. . . Each  list  is  separate.  When  I send  you  emails  they  will  specify  which  list  to  add  too. 


Chris  Freed 

Contractor,  IT  Support  Engineer 
Dakota  Consulting,  Inc 
EPA  Region  8 EOC 
Direct  (303)  312-7270 
Cell:  (720)  284-4342 


From:  Nibbe,  Michelle 

Sent:  Wednesday,  August  12,  2015  1:00  PM 

To:  Freed,  Chris 

Subject:  RE:  Mailboxes 


Just  to  verify,  do  you  want  all  of  them  in  the  GK  master  list  put  in  these  two  groups? 


From:  Freed,  Chris 

Sent:  Wednesday,  August  12,  2015  12:47  PM 
To:  Nibbe,  Michelle 
Subject:  Mailboxes 


R8  GKM  Claims 
R8  Documentation  Unit  Leader 
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Chris  Freed 


Contractor,  IT  Support  Engineer 
Dakota  Consulting,  Inc 
EPA  Region  8 EOC 
Direct  (303)  312-7270 
Cell:  (720)  284-4342 
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